MILK: PRODUCTION AND CONTROL

passage should be sufficiently wide to enable a cart to be drawn through
when cleaning out, while a connecting passage should be provided at each
end of the standings. Centre feeding passages should have a fall of J inch
each way from the centre to the feeding troughs. When feeding passages
adjoin the wall, they should have a fall of I inch to the feeding-trough. The
centre dunging passage should fall J inch in each direction to the gutter.
When the animals face inwards and the dunging passages adjoin the walls,
the fall should be i inch from the wall to the gutter.

Pens
^ One or two calving pens should be provided, preferably as part of the main
building, and also sick pens, which should be easily accessible under cover
from the cowshed. Calving and sick pens should have a miniraum area of
100 square feet. They should be warm, adequately lighted, and well